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TO  THE 


TORPOINT  URBAN  DISTRICT  COUNCIL. 


Gentlemen, 

I  have  the  honour  to  present  herewith  the  first  annual  report 
for  your  district.  You  will  find  mention  in  it  of  many  points  which  in  a 
report  addressed  to  you  alone  would  be  superfluous,  but  I  have  to  bear  in 
mind  that  the  report  is  intended  to  convey  an  idea  of  the  sanitary  condition 
and  progress  of  your  district  not  only  to  yourselves  but  also  to  the  Local 
Government  Board  and  the  County  Council,  to  whom  also  I  have  to  forward 
copies. 

The  statistics  contained  in  this  report  are  for  the  whole  year,  the 
figures  for  the  first  three  months  having  been  furnished  by  Dr.  Bedford 
Kerswill,  the  Medical  Officer  of  Health  for  St.  Germans  Rural  District,  who 
by  your  permission  continued  in  office  till  the  end  of  October  owing  to  my 
absence  from  home. 

One  gain  which  you  derive  from  becoming  a  separate  district  is  the 
statistical  proof  of  the  unusually  healthy  condition  of  the  neighbourhood,  a 
fact  which  could  not  be  so  clearly  brought  out  when  the  figures  for  the 
district  were  merged  into  those  of  other  areas. 

I  wish  to  convey  to  you  my  congratulations  on  the  energy  with 
which  you  are  pushing  forward  a  most  important  and  comprehensive  water 
scheme,  referred  to  in  more  detail  in  the  report,  the  success  of  which  is  of 
the  greatest  moment  to  the  health  and  well  being  of  the  district. 

The  framing  of  the  Building  Bye-laws  has  occupied  much  of  your 
time  during  the  past  year,  and  I  hope  that  they  and  the  bye-laws  with  regard 
to  Nuisances,  which  remain  to  be  considered,  will  soon  be  in  printed  form 
and  available  for  reference  by  ratepayers. 

The  present  time  should  be  regarded  as  a  transition  stage  in  which 
the  district  should  lose  any  sanitary  characteristics  which  mark  the  difference 
between  a  Rural  and  an  Urban  standard. 

I  have  much  pleasure  in  acknowledging  my  indebtedness  to  the 
Surveyor,  Mr.  Frank  A.  Clark  for  the  valuable  help  he  has  afforded  me,  and 
also  to  the  Inspector  of  Nuisances,  Mr.  Britton  Jones,  for  the  efficient  and 
successful  way  in  which  he  has  enquired  into  and  remedied  nuisances  and 
carried  out  the  other  duties  of  his  office.  His  report  accompanies  this. 

I  am.  Gentlemen, 

•  Your  obedient  servant, 

SYDNEY  G.  VINTER, 


Medical  Officer  of  Health. 
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LOCAL  TOPOGRAPHY. 

The  Torpoint  Urban  District  is  roughly  a  triangular  piece  of  land 
bounded  on  the  one  side  by  the  Hamoaze  and  on  the  other  by  the  St.  John’s 
Creek,  the  base  being  the  division  between  this  district  and  that  of  St. 
Germans,  it  is  represented  by  a  line  drawn  from  Efford’s  Bridge  by  district 
road  to  main  road,  thence  by  main  road  to  a  district  road  leading  to  Wilcove 
Creek. 

The  area  of  the  district  is  1,324  acres. 

HOUSE  ACCOMMODATION. 

The  population  of  this  district  at  the  census  of  igoi  was  3,404,  the 
number  of  inhabited  houses  at  that  time  being  549.  The  estimated  popu¬ 
lation  at  the  present  time  is  4,104,  owing  to  an  additional  140  houses,  making 
the  present  number  of  inhabited  houses  68g  and  giving  an  average  of  5’g 
persons  per  house.  The  house  accommodation  at  the  present  time  is 
sufficient,  although  for  four  or  five  roomed  houses  with  an  inviting  exterior 
and  convenient  arrangements,  approached  by  good  roads,  there  is  a  steady 
demand  by  persons  from  other  neighbourhoods.  In  some  of  the  older  parts 
of  the  town  the  system  of  common  courts  exists,  which  means  that  in  some 
cases  two  or  three  families  have  the  use  of  one  sanitary  convenience,  not 
provided  with  a  flush  tank,  the  supervision  of  these  courts  and  conveniences 
will  be  greatly  helped  by  sections  21  and  27  of  Part  III.  of  the  Public  Plealth 
Act  which  is  to  come  into  force  in  March,  1905. 

There  are  several  houses  in  the  town  which  have  been  allowed  to  get 
into  a  wretched  state  of  repair  owing  to  there  being  only  one  aged  life  on  the 
property,  under  the  three  lives  system,  they  are  being  gradually  taken  in 
hand  by  the  Authority.  In  all  cases  during  the  year  of  minor  repairs,  and 
usually  also  in  the  cases  of  extensive  repairs,  it  has  been  unnecessary  to 
send  notices  under  the  Housing  of  the  Working  Classes  Act  1890,  the 
landlords  having  remedied  the  defects  when  pointed  out. 

With  the  exception  of  houses  having  common  courts  there  is  in 
most  cases  in  the  older  part  of  the  town,  and  in  all  cases  in  the  new  part, 
sufficient  open  space  about  the  houses. 

Very  careful  supervision  is  exercised  over  the  erection  of  new  houses, 
and  they  are  mostly  satisfactory  in  appearance  and  deservedly  popular. 

SEWERAGE  AND  DRAINAGE. 

The  sewage  of  the  district  is  discharged  into  the  Hamoaze  by  a 
system  of  pipes  first  laid  down  in  1886.  The  outfalls  generally  have  been 
opened  up  and  cleaned  and  where  sewers  have  been  found  defective  repaired. 

The  sewers  are  flushed  by  flushing  chambers. 

The  sewage  system  of  the  town  is  generally  satisfactory. 

The  ventilation  of  sewers  should  be  carried  out. 

During  the  nine  months  42  houses  have  been  put  in  proper  sanitary 
condition  by  the  owners  after  notice  from  the  Authority,  there  were  no 
refusals. 
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There  are  still  many  houses  without  interceptors,  while  only  very  few 
have  fresh  air  inlets  and  ventilating  shafts,  the  flushing  being  left,  in  the 
absence  of  flush  tanks  to  the  chance  throwing  down  of  a  bucket  of  water. 


DISPOSAL  OF  HOUSE  REFUSE. 

This,  effected  b)  public  scavenger  once  a  week,  should  be  done  twice 
a  week,  and  when  new  bye-laws  are  adopted  insisting  upon  the  provision  of 
moveable  ash-bins,  will  be  done  twice  a  week  without  extra  cost,  owing  to  the 
saving  of  time. 


WATER  SUPPLY. 

The  water  supply  is  derived  from  a  reservoir  at  the  bottom  of  a 
catchment  area  situated  at  Crafthole,  the  reservoir  was  built  in  1886. 

The  source  though  the  best  within  a  moderate  distance  and  when 
placed  there  originally  sufficient  for  the  demands,  can  no  longer  be  regarded 
as  satisfactory,  especially  as  the  supply  has  to  be  reinforced  by  pumping  from 
a  stream  which  receives  the  drainage  from  cultivated  lands  and  is  below  the 
level  of  the  village  of  Crafthole. 

Prior  to  1886  the  town  was  supplied  by  a  few  public  and  many 
private  wells.  There  are  still  forty  houses  which  do  not  have  the  public 
supply,  a  course  which  cannot  be  recommended,  since,  where  houses  are  close 
together,  it  is  quite  possible  for  the  drains  of  any  one  house  to  be  perfect  and 
vet  have  its  well  contaminated  from  a  defective  drain  situated  a  house  or  two 
distant. 

A  most  important  bill  to  enable  the  District  Council  to  supply  its 
district  with  an  abundance  of  pure  water  is  now  being  presented  to  Parliament. 
It  proposes  at  a  cost  of  ^50,000  to  draw  its  supply  from  the  Withey  Brook 
near  North  Hill,  a  distance  of  26  miles,  which  it  will  financially  be  able  to  do, 
owing  to  important  arrangements  with  the  Admiralty  and  War  Office  who 
also  need  a  supply  for  existing  or  prospective  buildings  within  the  district. 


PLACES  OVER  WHICH  THE  COUNCIL  HAVE  SUPERVISION. 

SLAUGHTER  HOUSES. — There  are  five  in  the  district,  they 
have  been  inspected,  but  have  not  been  registered  pending  the  adoption  of  Part 
HI.  of  the  Public  Health  Act  i8go.  They  are  well  kept  and  care  is  taken  in 
all  cases  to  avoid  inflicting  unnecessary  pain.  At  present  the  “  humane  cattle 
killer”  which  is  by  far  the  best  and  most  certain  apparatus  for  the  purpose,  is 
only  used  in  one  of  them.  Before  obtaining  certificates  of  registration  it  will 
be  necessary  for  the  owners  to  undertake  that  the  slaughter  houses  shall  not  be 
used  as  stables. 

DAIRIES,  COWSHEDS  &  MILKSHOPS.— These  are  in  a  very 
satisfactory  condition  and  it  was  a  pleasure  to  inspect  them,  only  one  or  two 
minor  defects  having  been  pointed  out. 

BAKEHOUSES. — Very  satisfactory. 
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WORKSHOPS. — There  are  twenty  on  the  register,  they  are  all  in  a 
satisfactory  condition,  in  a  few  cases  minor  suggestions  were  made,  and  in  one 
case  increased  sanitary  accommodation  was  required  and  supplied. 

OFFENSIVE  TRADES. — There  is  one  manure  factory  in  the 
town,  it  is  well  conducted  and  there  have  been  no  complaints. 

NUISANCES. 

A  system  has  been  In  vogue  within  the  district  of  receiving  in  barge¬ 
loads  the  town  refuse  of  Devonport  for  agricultural  purposes.  There  have 
iDeen  many  complaints  of  the  nuisance  arising  from  this,  it  has  also,  in  the 
opinion  of  the  Medical  Officer  of  Health  for  St  Germans  and  of  myself  given 
rise  over  a  period  of  years  to  a  long  series  of  sore  throats,  some  of  them  simple, 
some  of  them  septic,  and  a  few  diphtheritic.  A  case  of  diphtheria  which 
occurred  in  the  Workhouse  In  September  was  undoubtedly  due  to  this  cause. 
I  strongly  advise  the  Council,  in  drawing  up  the  bye-laws  regulating  Nuisances, 
to  stop  the  landing  of  this  refuse  altogether. 

METHODS  OF  DEALING  WITH  INFECTIOUS  DISEASES. 

Only  those  diseases  which  are  compulsorily  notifiable  are  notified.  It 
would  be  well  for  the  public  to  understand  that  they  can  have  their  premises 
disinfected  after  such  diseases  as  measles  or  phthisis  have  occurred  as  well  as 
after  those  diseases  which  are  notified. 

There  is  great  need  for  an  Isolation  Hospital  for  such  diseases  as 
Scarlet  Fever,  Diptherla  and  Typhoid,  a  large  proportion  of  the  houses  in  the 
district  are  let  to  two  or  more  families,  so  that  when  a  case  occurs,  the  danger, 
inconvenience  and  loss  are  inflicted  upon  more  than  one  family,  often  several 
members  in  the  different  families  have  to  stay  home  from  work.  This  is 
especially  felt  in  this  district  on  account  of  the  large  number  of  Naval  men 
and  Government  workmen  living  here.  I  have  frequently  been  asked  by 
parents  to  try  to  get  their  children  admitted  into  the  Isolation  Hospitals  of 
Plymouth  or  Devonport,  but  have  never  succeeded  in  doing  so  as  their  accom¬ 
modation  is  not  sufficient  to  admit  cases  from  this  district. 

With  regard  to  the  cost,  I  think  no  ratepayer  should  object  to  pay 
for  what  is  to  himself  a  very  valuable  Insurance  against  the  risk  of  disease. 

VITAL  STATISTICS. 

THE  BIRTH  RATE  for  the  year  was  397  per  1,000,  that  for  the 
whole  of  England  and  Wales  277,  for  Rural  England  and  Wales  26'8,  for 
the  76  great  towns  29‘i,  and  142  smaller  towns  27'5. 

The  actual  number  of  births  in  the  district  was  163  of  whom  89  were 
male  and  74  fem.ale. 
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THP^  DEATH  RATE  was  16.5,  that  for  England  and  Wales 
i6‘2,  for  Rural  England  and  Wales  I5'3,  for  the  76  great  towns  I7'2,  for  142 
smaller  towns  I5'6.  Of  the  63  deaths,  13  were  those  of  infants  under  i  year, 
this  gives  an  infant  mortality  of  yd'oy  per  1,000  births,  that  for  England  and 
Wales  was  146,  Rural  England  and  Wales  125,  76  great  towns  160,  142 
smaller  towns  154.  That  the  infant  mortality  is  only  half  of  that  of  the  rest 
of  the  country  is  a  fact  of  which  the  district  may  well  be  proud,  pointing  as  it 
does  to  the  healthiness  of  the  children  born  and  the  care  bestowed  upon  them 
during  the  first  few  months  of  life. 


INFECTIOUS  DISEASES. — 19  cases  were  notified,  of  which  12 
were  scarlet  fever,  4  diphtheria,  2  erysipelas  and  i  enteric  fever. 


SYDNEY  G.  VINTER, 


Medical  Officer  of  Health. 
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Gentlemen, 

I  have  the  honour  to  submit  for  your  consideration  a  report  for  the 
portion  of  the  year  1904  (from  May,  the  time  of  my  appointment). 

Two  hundred  and  thirty  premises  have  been  inspected  (several  premises 
having  to  be  visited  many  times),  and  ninty-five  Sanitary  amendments  made. 


Number  of  Drains  relaid  or  repaired  ...  ...  42 

,,  W.C.’s  Flushed  ...  ...  ...  10 

,,  Houses  newly  supplied  with  Town  water  ...  3 

„  New  W.C.’s  built  ...  ...  ...  4 

,,  Refuse  receptacles  provided  ...  ...  10 

,,  Houses  cleansed,  disinfected,  and  lime-washed  18 

,,  Orders  obtained  for  putting  houses  in  habitable  repair  4 

,,  Old,  exposed,  and  dangerous  wells  filled  in  ...  4 

Total  95 


Several  courtyards  have  also  been  relaid  or  repaired. 


I  am  sure  it  is  most  gratifying  to  be  able  to  report  so  many  amendments 
without  having  had  to  resort  to  pressure  in  any  case  whatever,  there  having  been 
a  general  desire  to  meet  me,  wherever  I  have  shown  the  work  to  be  necessary. 

There  is  still  however  a  great  amount  of  work  to  be  done  in  this  direction, 
and  the  work  of  converting  a  District  which  has  hitherto  been  Rural  (or  Country), 
with  very  little  regard  to  Sanitary  matters,  into  an  Urban  District  (or  Town), 
must  of  necessity  be  one  of  time  and  constant  supervision. 

We  have  great  cause  to  be  pleased  with  the  amount  of  work  accomplished 
up  to  the  present,  the  people  realising  we  have  greater  powers,  and  are  more 
strict  upon  Sanitary  matters  as  an  Urban  Authority. 
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I  am  pleased  to  be  able  to  report  that  the  Institute,  the  most  important 
public  hall  in  the  District,  has  completely  reorganised  its  Sanitary  arrangements,  at 
my  suggestion,  and  have  provided  a  new  Urinal,  and  a  pedestal  W.C.,  the  drains 
are  also  intercepted  and  ventilated,  these  are  improvements  which  were  very 
much  needed. 

Complaint  has  been  made  to  the  St.  Germans  Rural  District  Council  of  the 
unsanitary  condition  of  one  of  the  W.C.’s  at  the  Workhouse,  in  the  Infirmary 
Ward  upon  the  Females  side,  the  position  and  construction  was  very  bad.  The 
matter  has  been  discussed  and  their  Surveyor  has  been  instructed  to  draw  up 
plan,  &c. 

I  am  hoping  this  matter  will  be  remedied  very  shortly. 

The  schools  are  not  cleansed  and  lime- washed  as  often  as  I  think  necessary, 
and  the  Sanitary  arrangements  in  both  schools  leave  much  to  be  desired  ;  but 
with  a  new  school  in  the  course  of  erection  at  one  place,  and  prospective  alterations 
at  the  other  ;  it  is  hoped  a  better  report  may  be  made  in  the  near  future,  from 
this  direction. 

Two  of  the  greatest  troubles  I  experience  is  the  keeping  of  Fowls,  and  the 
badly  constructed  ashpits. 

In  many  places  occupiers  keep  a  great  number  of  Fowls  which  are  allowed  to 
get  into  the  lanes  (holes  being  made  in  the  walls  for  this  special  purpose),  this  is 
the  cause  of  great  nuisance,  as  food  stuff  and  refuse  of  all  kinds  are  thrown  out 
for  them. 

I  have  experienced  great  difficulty  in  this  direction,  as  well  as  in  locating 
the  owners. 

The  ashpits  are  also  a  great  nuisance  (as  well  as  a  danger  to  health),  es¬ 
pecially  in  tenanted  houses  where  the  accumulation  is  large  and  the  people 
careless,  it  is  very  difficult  to  discover  who  is  responsible  for  the  nuisance  ;  but 
satisfactory  progress  is  being  made  in  this  direction,  and  I  have  succeeded  in 
getting  many  of  the  pits  done  away  with,  and  Sanitary  bins  provided  in  place. 

I  am  pleased  to  report  the  work  of  collecting  the  refuse  has  been  carried  out 
by  the  Contractor  regularly  and  efficiently,  no  complaints  having  been  received 
whatever  ;  the  change  of  Contractors  was  carried  out  smoothly,  without  any  in¬ 
convenience  to  the  householders. 

I  beg  to  bring  to  your  notice  the  undesirable  practice  of  landing  refuse,  &c., 
from  barges  within  your  district,  steps  should  be  taken  as  soon  as  possible  to 
stop  this. 


INFECTIOUS  DISEASES. 

All  cases  of  Infectious  Diseases  reported  have  been  visited,  and  instructions 
given  as  to  isolation,  &c.  ;  disinfectants  have  also  been  supplied,  and  when  the 
patients  have  recovered  the  premises  have  been  fumigated. 
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I  should  like  to  mention  that  in  order  to  carry  out  the  disinfectant  efficiently, 
it  is  necessary  to  add  a  Formalin  sprayer,  that  all  parts  of  the  premises  to  be 
disinfected,  may  begot  at  such  as  passages,  landings,  W.C.’s,  and  all  parts  which 
may  have  been  used  by  the  patient,  and  which  cannot  be  sealed  up,  which  is 
necessary  for  the  lamp  to  act. 


SLAUGHTER-HOUSES. 

d'he  Slaughter-houses  have  been  regularly  inspected,  and  are  now  in  a  much 
better  condition  ;  there  are  several  defects  in  the  construction,  but  it  is  thought 
best  to  leave  this  until  our  new  Bye-laws  are  in  force,  when  we  can  call  upon 
the  owners  to  remedy  any  defects  before  registration. 

I  have  therefore  turned  my  attention  to  the  cleanliness 


DAIRIES,  COWSHEDS,  AND  MILKSHOPS. 

The  Cowsheds  have  been  inspected  by  me,  and  I  am  pleased  to  say,  I  find 
them  constructed  very  well,  and  kept  in  a  good  condition  ;  they  are  regularly 
cleaned  out  and  lime-washed. 

The  Dairies  and  Milkshops  have  also  been  visited,  and  with  one  or  two 
minor  alterations,  these  are  also  well  kept,  and  in  a  good  condition. 

After  the  adoption  of  our  bye-laws  the  occupiers  will  be  called  upon  to 
register  themselves  as  required  by  the  Act. 


FACTORY  AND  WORKSHOP  ACT,  1901. 

Under  this  act  20  Workplaces  have  been  inspected  (including  6  bakehouses), 
and  these  have  all  been  found  in  fair  condition  ;  one  new  Sanitary  convenience 
was  provided,  and  several  minor  defects  remedied. 


SEWERS. 

The  Sewers  in  several  places  have  given  a  great  amount  of  trouble,  shortly 
after  my  taking  up  office  the  cesspool  on  the  Thanckes  Estate  was  complained 
of,  the  overflow  was  discharging  over  the  rocks,  polluting  the  mud  and  surround¬ 
ings,  and  was  very  offensive.  A  new  overflow  has  been  piped  down  unto  the 
beach,  another  way,  and  an  open  channel  cut  across  the  mud  to  a  running  stream  ; 
the  tank  was  also  cleaned  out,  and  it  is  gratifying  to  find  this  has  overcome 
the  nuisance  for  the  time  ;  but  with  so  many  new  houses  being  built,  discharging 
into  this  chamber,  the  time  is  coming  when  this  must  be  done  away  with,  and  a 
properly  laid  pipe  sewer  built  in  its  place. 

The  sewer  behind  Lobb’s  Hill,  across  the  beach  and  mud,  has  also  caused  a 
lot  of  trouble  through  chokage  ;  the  inspection  chambers  were  very  badly  built. 
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and  covered  over  ;  the  sewer  was  thoroughly  cleared  out,  and  the  inspection 
chambers  have  been  built  up,  properly  covered  over,  and  marked,  should  a 
chokeage  occur  again,  it  will  be  quite  easy  to  get  to  work. 

I  should  like  to  add  it  would  have  been  impossible  to  have  cleared  the 
sewer  without  a  very  heavy  cost,  without  the  set  of  rods  granted  sometime  ago. 

The  inspection  chamber  on  the  sewer  discharging  by  the  Ferry  Quay  was 
broken  by  the  Contractor  building  the  new  pier,  who  has  built  up  a  new  chamber 
making  a  fine  addition  to  this  sewer. 

The  sewers  are  flushed  regularly,  and  are  working  satisfactorily  at  present. 


DRAIN  TESTING. 

The  machine  for  testing  drains  has  been  of  great  assistance,  in  fact,  I  do  not 
know  what  I  should  have  done  without  it,  there  being  so  many  defective  drains, 
the  escaping  smoke  invariably  convinces  the  owner  the  drains  are  defective. 

In  order  to  make  the  testing  more  effective  it  is  necessary  that  we  should 
get  some  expanding  stoppers  to  plug  the  drain  where  there  are  open  ends.  New 
work  is  also  always  tested. 

Number  of  drains  tested  54. 


WATER. 

Several  complaints  were  received  in  the  early  part  of  the  year  as  to  the  foul 
state  of  the  water,  this  was  remedied  to  a  great  extent  by  turning  the  water  from 
the  pump  at  Craft-hole  direct  into  the  main  and  then  to  the  filter  beds,  instead 
of  into  the  reservoir,  which  was  the  cause  of  the  fouling  to  a  great  extent. 

The  Reservoir  was  found  to  be  very  dirty  ;  this  has  been  cleaned  out  now, 
and  with  a  close  attention  to  the  filter  beds  there  is  a  marked  improvement  in 
the  water. 

A  new  sand  washer  has  been  purchased,  and  is  being  fixed,  when  we  hope  to 
still  improve  the  water,  as  the  filter  beds  need  a  coating  of  clean  sand  very  badly. 

The  higher  levels  are  rather  poorly  supplied,  everything  is  being  done  to  keep 
as  much  pressure  as  possible  there,  by  the  laying  of  direct  mains,  keeping  the 
filtered  water  chamber  full,  flushing  the  sewers  at  times  when  the  water  is  less 
likely  to  be  required,  &c. 

The  quantity  at  our  disposal  is  not  sufficient  to  warrant  our  endeavouring 
to  get  all  houses  supplied  with  flushing  boxes  for  W.C.’s,  although  it  is  much 
needed  and  to  be  desired. 
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The  several  wells  about  the  Town  are  to  be  looked  upon  with  suspicion; 
and  with  the  prospects  of  a  new  water  supply  these  points  will  receive  close 
attention. 

There  have  been  three  wells  closed  and  the  Town  supply  taken  in,  in  the  old 
part  of  the  District. 


NEW  HOUSES. 

There  has  been  a  great  amount  of  work  in  this  direction,  33  new  houses 
having  been  built;  in  each  case  the  “bottoms  for  the  foundations,”  “the 
foundations,”  “  the  damp  course,”  “  ventilation  under  the  floors,”  have  all  to 
be  inspected  in  the  course  of  the  erection  of  the  building  ;  instructions  as  to 
the  laying  of  the  drains,  and  the  testing  of  these  when  laid,  have  also  to  be  seen 
to  ;  this  is  particularly  necessary,  as  I  find  a  great  many  of  the  new  buildings 
are  not  in  accordance  with  the  bye-laws,  and  it  will  be  exceedingly  hard  to  call 
upon  owners,  who,  perhaps,  have  only  just  purchased  their  houses,  to  put  them  in 
accordance  with  the  bye-laws,  which  will  have  to  be  done  in  many  cases,  there 
being  no  interception  or  ventilation  to  the  drains,  and  the  surface  water  from 
the  court  yards  being  allowed  to  run  into  the  back  lanes  and  cause  great 
nuisance. 

My  best  thanks  are  due  to  my  committees,  and  to  the  Medical  Officer  of 
Health,  for  the  support  they  have  accorded  me  in  carrying  out  my  duties. 

I  have  the  honour  to  remain, 

Gentlemen, 

Yours  obedient  servant. 


W.  BRITTON-JONES  (c.r.s.l). 


